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Prof. Sedgwick and Mr. Rafter water analysts are indebted for
the most satisfactory practical method of microscopical examina-
tion of drinking water yet devised, and Mr. FitzGerald will
be remembered not only as an eminent engineer but as the
founder and patron of the first municipal laboratory for biological
water-analysis in this country.

GEORGE CHANDLER WHTPPLE.

NEW YORK, January, 1899.
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